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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 063738 

15 

ORIGIN COME-OO 

INFO OCT-01 CIAE-00 DODE-OO EB-11 NSAE-00 RSC-01 TRSE-00 
ISO-OO AEC-11 SS-20 10-14 EUR-25 /083 R 
66619 

DRAFTED BY COM:ETMOORE 
APPROVED BY EB/OCA/REP:LHPOMEROY 
HEALLEN CHIEF CIS 
EB/EWT : LLESE 

021315 

R 292204Z MAR 74 
FM SECSTATE WASHDC 
TO USMISSION GENEVA 

UNCLAS STATE 063738 

EXCON 

E.O. 11652: N/A 
TAGS: ESTC.SZ 

SUBJ: REQUEST FOR AN INTEGRITY AND RELIABILITY REPORT ON 
MONITRON A.G. WISSENSCHAFTLICHE INSTRUMENTE INDUSTRIE- 
AUTOMATION, NEUWEULERSBRASSE 27, 4054 BASEL/SCHWEIZ, 
SWITZERLAND 

REF: REFERENCE MANUAL ON ECONOMIC DEFENSE - PART 413 

SOLITRON DEVICES, INT., SAN DIEGO, CALIF HAS SUBMITTED 
EXPORT LICENSE APPLICATION, BIC CASE NO. 106139 TO OFFICE 
OF EXPORT ADMINISTRATION PROPOSING SHIPMENT TO SUBJECT 
CONSIGNEE 25,000 INTERGRATED CIRCUITS VARIOUS TYPES UNDER 
CCL NO. 72930(13) VALUED $30,000. THE INDICATED END USE 
FOR MANUFACTURE ELECTRONIC EQUIPMENT. MINITRON A.G. UNKNOWN 
HERE AND EMBASSY REQUEST PREPARE AN I & R REPORT ON FIRM 
AND SUBMIT RECOMMENDATION CONCERNING ISSUANCE OF LICENSE. 
(NOTE: SOLITRON HAS INDICATED THAT THE CONSIGNEE MUST HAVE 
CIRCUITS AS SOON AS POSSIBLE OR HIS PRODUCTION LINE WILL 
STOP). SOLITRON HAS REQUESTED TEMPORARY WAIVER THE SWISS 
UNCLASSIFIED 
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PAGE 02 STATE 063738 

BLUE I/C.POST PLEASE NOTE ON REPLY: 'PASS TO E.T. MOORE- 
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266" KISSINGER 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: ELECTRONIC EQUIPMENT, STRATEGIC TRADE CONTROLS, EXPORT LICENSES, TRANSACTION CHECKS, END USE CHECKS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 29 MAR 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE063738 

Document Source: CORE 

Document Unique ID: 00 

Drafter: ETMOORE 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740070-0651 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1974032/aaaaacgp.tel 

Line Count: 62 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: REFERENCE MANUAL ON ECONOMIC DEFENSE 

Review Action: RELEASED, APPROVED 

Review Authority: shawdg 

Review Comment: n/a 

Review Content Flags: 

Review Date: 08 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08-Aug-2002 by elbezefj>; APPROVED <12 DEC 2002 by shawdg> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: REQUEST FOR AN INTEGRITY AND RELIABILITY REPORT ON MONITRON A.G. WISSENSCHAFTLICHE INSTRUMENTE INDUSTRIE- 
TAGS: ESTC, SZ 
To: GENEVA 
Type: TE 
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